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Message Text 

UNCLASSIFIED 

PAGE 01 HAMILT 00237 031927Z 
ACTION HEW-06 

INFO OCT-01 EUR- 1 2 ISO-OO OES-07 COME-OO TRSE-00 EB-07 
/033 W 

040557Z 059044/12 

R031816Z JUN 77 
FM AMCONSUL HAMILTON 
TO SECSTATE WASHDC 2413 

UNCLAS HAMILTON 237 

E.O. 11652: N/A 

TAGS: OGEN, ETRD, BIND.TBIO.BD 

SUBJECT: FDA ADVISORY-SALMONELLA CONTAMINATION OF SPECIAL DIETARY 
FOOD PRODUCTS (EXTENSION OF RECALL F-049/050-7) 

REF: STATE 125133 

CONGEN HAS CONTACTED THE FOUR PHARMACIES LISTED IN PARA FOUR 
OF REFTEL, AND WITHOUT EXCEPTION THEY STATE THEY HAVE RECEIVED 
NO RECALL LETTER AS DESCRIBED IN PARA THREE REFTEL. FURTHER- 
MORE THEY HAVE NO KNOWLEDGE OF EITHER THE DOYLE PHARMACEUTICAL 
COMPANY OR OF THE DELMARK COMPANY. 

THE INFORMATION CONTAINED IN REFTEL HAS ALSO BEEN FORWARDED 
TO THE KING EDWARD VII HOSPITAL AS REQUESTED IN PARA FOUR, 

AND THE INITIAL REACTION FROM THEM WAS SIMILAR TO THAT OF 
THE LOCAL PHARMACIES. 

PLEASE ADVISE CONGEN IF ANY FURTHER ACTION IS REQUIRED. 


RAND 
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Message Attributes 
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Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: REPORTS, DRUGS, RECALLS 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 03-Jun-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977HAMILT00237 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D7701 99-0840 
Format: TEL 
From: HAMILTON 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770694/aaaadeju.tel 

Line Count: 44 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: c467c785-c288-dd1 1-92da-001cc4696bcc 

Office: ACTION HEW 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 77 STATE 125133 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 25-Oct-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2292367 
Secure: OPEN 
Status: NATIVE 
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